218     DOCKETED ITEMS

9005080264 Responds to NRC 900410 Itr re violations noted in Insp Repts 50-445/90-
10 & 50-446/90-10 on 900206-07 & 0226-0302. Corrective action:memo issued em-
phasizing that discrepancies should be brought to attention of site organizations.
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 90/05/03. Docu-
ment Control Branch (Document Control Desk). 5pp. 53784:350-53784:354.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps," Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005090140 Forwards Insp Repts 50-445/90-12 & 50-446/90-12 on 900402-06.Viola-
tions identified but not cited.

WARNICK.R.F. Assistant Director for Inspection Programs. 90/05/04. CAHILL.WJ.
TU Electric (formerly Texas Utilities Generating Co.). 7pp. 53787:089-53787:101.

-9005090141 Insp Repts 50-445/90-12 & 50-446/90-12 on 900402-06.Noncited viola-
tion noted.Major areas inspected:QA programs for maint, surveillance testing & calibr
controls & tests & experiments.

MCNEILL.W.M., BARNES.I. Region 4, Ofc of the Director. 90/05/01. 6pp. 53787:096-
53787:101.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp, 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York. Inc. 99pp. 53753:204-53753:302.

9005220020 EN-90-055:on 900517,notice of violation & proposed imposition of civil pen-
alty in amount of $25,000 will be issued.based on QC supervisor/QC receipt inspector
perception that nonconformance repts no longer issued.

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/05/14. 1p.
53878:355-53878:355.

9005220098 Ack receipt of 891221 response to violations noted in Insp Repts 50-445/
89-60 & 50-446/89-60.lmplementation documented in Insp Repts 50-445/90-03 & 50-
446/90-03 adequate.

WIEBE.J.S. Assistant Director for Inspection Programs. 90/05/14. CAHILL.W.J. TU
Electric (formerly Texas Utilities Generating Co.). 4pp. 53878:322-53878:325.

9005170083 Requests response to listed questions by 900615 to support review of facil-
ity pressurizer surge line thermal stratification issue.

GRIMES.C.J. Comanche Peak Project Division (890101-900602). 90/05/15.
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 4pp. 53856:161-
53856:164.

9005220101 Ack receipt of 900502 Itr responding to violations noted in Insp Repts 50-
445/89-23 & 50-446/89-23.Results of evaluation will be provided in future corre-
spondence.

WiEBE.J.S. Assistant Director for Inspection Programs. 90/05/15. CAHILL.WJ. TU
Electric (formerly Texas Utilities Generating Co.). 4pp. 53905:242-53905:245,

9005220158 Discusses Insp Repts 50-445/90-05 & 50-446/90-05 on 900103-30 & for-
wards notice of violation & proposed imposition of civil penalty.Therm-A-Lag
issue,specifically directions given by QC supervisor concerns NRC.
CRUTCHFIELD.D, Associate Director for Special Projects (Post 890101-900602). 90/
05/17. CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 5pp.
53901:149-53901:175.

-9005220162 Notice of violation & proposed imposition of civil penalty in amount of
$25,OOO.Noncompliance notedrfailure to provide QC inspectors w/adequate authority
& organizational freedom to identify quality problems & initiate solutions on 891102.
CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90Y
05/17. 22pp. 53901:154-53901:175.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005150326 Monthly operating rept for Apr 1990 for Comanche Peak Steam
Station.Unit 1.W/900510 Itr.

BUSCHBAUM.D.E., CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.).
90/04/30. 5pp. 53826:310-53826:314.

S. Reportable occurrences, LERs & related correspondence

9005010256 LER 90-005-00:on 900327,discovered that insp to ensure no loose debris
could be transported to containment sumps during LOCA not performed.Caused by
inadequate procedural requirements.Administrative controls improved.W/900426 Itr.
HOOD.D.N.. CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 90/04/
26. 7pp. 53663:209-53663:215.

9005220058 LER 90-006-00:on 900412.P-6 permissive signal received & source range
flux doubling (SRFD)  actuation occurred.Caused by inadvertent reset of SRFD
block.lntegrated plant operations procedures changed.W/900514 Itr.
HOOD.D.N., CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 90/05/
14. 9pp. 53864:133-53864:141.

9005220309 LER 90-007-00:on 900416.ESF actuation signal occurred, resulting in Train
A of control room air conditioning sys shifting to emergency recirculation
mode.Caused by personnel error.Handswitch added to radiation monitor.W/900516 Itr.
HOOD.D.N., CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 90/05/
16. 9pp. 53904:063-53904:071.

9005220311 LER 90-008-00:on 900416,Train A diesel generator rendered inoperable
due to failure to complete post-work operability testing on starting air receiver check
valve 01. Caused by inadequate review.Procedure revised.W/900516 Itr.
HOOD.D.N., CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 90/05/
16. 9pp. 53904:072-53904:080.

9005220384 LER 90-009-00:on 900421,reactor trip occurred due to accidental bumping
of   source   range    reactor   trip   reset/block    previously   bypassed   for   power
operation.Order issued suspending cleaning of control boards.W/900518 Itr.
HOOD.D.N., CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co) 90/05/
18. 10pp. 53904:112-53904:121.

T. Hearing transcripts on non-antitrust matters

9005010040 Transcript of 900416 discussion/possible vote in Rockville.MD re full power
OL for unit.Pp 1-113.Supporting documentation encl.
* Commissioners. 90/04/16. 147pp. 53611:312-53612:098.

U. Congressional/Executive Correspondence

9005070003 Forwards NRC status rept on licensing schedules for Fourth Quarter
1989.Regulatory delays described in rept not affected by schedule for resolving offsite
emergency preparedness issues.w/exception of plant delays.
CURTISS.J.R. Commissioners. 90/03/02. BEVILL.T. House of Rep.. Appropriations
11 pp. 53778:028-53778:038.                                                                                 F

9005070005 Forwards NRC 42nd quarterly status rept on emergency preparedness for
nuclear plants for Oct-Dec 1989.No NRC actions delaying schedule for issuance of
full power license.

CURTISS.J.R. Commissioners. 90/03/02. BREAUX.J.B. Senate, Environment & Public
Works. 4pp. 53777:347-53777:350.

9005240097 Forwards Commission 43rd quarterly status rept on emergency prepared-
ness for First Quarter FY90 for plants.On 900315, License NPF-86 issued authorizing
full-power operation of Seabrook.Comanche Peak Unit 1 issued license on 900417
CARR.K.M. Commissioners. 90/05/15. BREAUX.J.B. Senate, Environment & Public
Works. 7pp. 53921:343-53921:349.

V. Operator Examinations

9005070385 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams," Rev S.dtd Mar 1990.
CALLAN.LJ. Region 4, Ofc of the Director. 90/04/26. CAHILL.W.J. TU Electric (for-
merly Texas Utilities Generating Co.). 1p. 53777:056-53777:056,

9005240301 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606,including map of area.list of lodging in im-
mediate area & preliminary instructions for taking exam.

CALLAN.LJ. Region 4, Ofc of the Director. 90/05/15. CAHILL.WJ. TU Electric (for-
merly Texas Utilities Generating Co.). 4pp. 53908:202-53908:205.

DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2

A. Application/construction stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl,
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004240253 Discusses Litigation Rept 1990 - 18 re Public Citizen vs NRC & Citizens for
Fair Util Regulation vs NRC concerning plant licensing proceeding.
CORDES.J.F. Solicitor  (Post 860701). SECY-90-142. 90/04/19. 39pp. 53735:082-
53735:120.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030111 Notification of 900507 meeting w/util in Rockville.MD to discuss updates of
plant FSAR figures & tables.

WILSONJ.H, Assistant Director for Projects. 90/04/26. GRIMES.C.I. Comanche Peak
Project Division (890101-900602). 3pp. 53705:130-53705:132.

9005080142 Provides revised response to Generic Ltr 88-17 re loss of DHR.
CAHILL,WJ. TU Electric (formerly Texas Utilities Generating Co.). 90/05/02. Docu-
ment Control Branch (Document Control Desk). 2pp. 53771:011-53771:012,

9005080106 Supplemental response to Generic Ltr 90-01, "Request for Voluntary Par-
ticipation in NRC Regulatory Impact Survey."

CAHILL.WJ., WALKER.R.D. TU Electric (formerly Texas Utilities Generating Co.). 90/
05/03. Document Control Branch (Document Control Desk). 4pp. 53767:336-
53767:339.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005180139 Summary of 900507 meeting w/util in Rockville.MD re plans for future up-
dates of figures & tables in FSAR.List of attendees & slides used in presentation also
encl.

WILSON.J.H. Assistant Director for Projects. 90/05/15. Assistant Director for Projects,
11 pp. 53878:022-53878:032.violations noted in Insp Repts 50-445/89-
